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Dr. P. A. Eichorn December 17, 1968 

Mrs. Thelma C. Heatwole 
Patent by Mr. W. von Unwerth 

In your note of October 18th, you called my attention to a 
German patent that Dr. Peter Waltz had suggested might affect 
our Fluted-diluted filter application. I have reviewed this 
with Mr.'Kotbe, and he definitely feels that this patent would 
not affect our application. 



Mrs. Thelma C. Heatwole 
Patent Liaison Officer 
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Source: https://www.industrydocuments.ucsf.edu/docs/xpyjOOOO 



